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sues  Event  Report  No.  25 


NTS  Event  "CAMEMBERT",  26  June  1975 


This  event  report  contains  seismic  data  from  the  Special  Data  Collection 
System  (SDCS),  and  other  sources  for  the  above  event.  Published  epicenter 
information  from  seismic  observations  is: 


Origin  Time 

Latitude 

Longitude 

NORSAR 

Not  reported 

118. OW  6.1  N/A 

LASA 

12:29:48 

37. ON 

Using  SDCS  stations  and  LASA,  the  epicenter  location  end  magnitudes  become 


12:30:03  37. 4N  116. 3W  6.0  5.7 

Short-period  signals  associated  with  this  event  were  recorded  at  all  SDCS 
stations  and  LASA.  NORSAR  short-period  data  was  not  recoverable  from 
Seismic  Data  /\nalysis  Center  recordings. 

Long-period  signals  were  recorded  at  all  SDCS  statirns  and  LASA.  LP  array 
beam  data  was  unrecoverable. 

Scaling  factors  on  plots  are  millimicrons  at  1 Hz  (not  corrected  for  ii  struraeut 
response)  with  the  exception  of  LASA  short-period  plots.  LASA  SP  scaling 
factors  are  millimicrons  per  inch. 
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DATA  SUMMARY 

INPUT  FOP  PTFNT  2»>  .ION  75 

12:30:00.0  37.000N  Ilfi.OOOW  OKN. 


AFRIVAL 


HAGNITODE 


£TA. 

PHASE 

TIRE 

PER 

A/T 

qs 

DIB 

-PISI_ 

LAC  N 

EP 

12 

32 

53.1 

AE 

1.0 

348. 



6.35 

11.9 

LAC 

LR 

12 

37 

52.0 

IPE 

14.0 

?? 

11.9 

PK-CN 

FP 

12 

34 

46.3 
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1.0 

3196. 

6.30 

21.0 

PK-CN 
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42 

34.0 
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14.0 

599. 
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43 

36.0 
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15.0 
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5.97  0. 

41 

5 

5.65 

0.3 

12; 

30:02.6 

37 

.373N  116 

.270H 

0. 

BEST 

6.00  0. 

39 

5 

5.65 

0.3 

Short -period  magnitudes  (mb)  used  in  averaging  are  restricted 
to  those  recorded  at  distances  between  20  and  110  degrees  from 
the  epicenter. 

\vcrage  long- period  magnitude  (Ms)  is  based  on  Rayleigh  wave 
observations  in  the  period  range  of  17  to  23  seconds  per  cycle. 
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